Cable S EcAmaRWied lE&fcRffH&SKse 

KHi:RSON.*UNtT NOT! FIFO ’ 


advance C.i'jhv 



SECRET Gflou p 1 • 

^ ■ r.jtciuJiiO rnr.u automatic 

(When Filled In) ^SS&SS 

i 


5 


■ , 1 _ . ^ ■ t , 

2 


_6_ 

—A 

5U3T r CD 

~T" ~ 

Tl 


[ 7 

„ Ti 


4 

i 

8 




ROUTING AND/OR IWTUtSSCEN BY 



FILE > IkftzY 

j 

k i&M 

j , f 

¥ l 

* 0i> 

25> 

(1A 7 



t C R E I 141ZAZZ OCT 70 CITE 

25X1 A 

DIRECTOR 


2SkfA 


13 



I IOct in 184 63 0 


1. request cable "response to ref if not already sent. 

2. IN ADDITION TO REF REQUEST NEED OSG'ER (PREFERABLE 
COM S SC) TO SUPERVISE INDIGENOUS WORK CREWS DURING PERIOD 
RENOVATIONS AND INSTALLATION AIRCONDITIONING SYSTEM 
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EIWW CREW SCHEDULED BEGIN 19 OCTOBER 
AND EXPECT MONITORING EFFORT WILL BE SERIOUS PROBLEM FOR 
30-60 DAYS FROM THAT DATE. 
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